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OFFICE OF THE SENIOR GENERAL MANAGER TRANSMISSION PROJECT & CONSTRUCTION 
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NOTIFICATION 


The 29th June 2011 


No. 1875 — TR -WKL - IV -511 /2010 — In accordance with Section 164 of Indian Electricity 
Act, 2003 and in exercise of the power conferred upon OPTCL vide Department of Energy, 
Government of Odisha Order No. 2353 — R & R - 11-10-2006 , dated the 9th March 2006 , the following 
Transmission Scheme, which IDCO intends to undertake under the supervision of the Odisha 
Power Transmission Corporation Limited for execution are published for general information . It is 
also notified in the interestof generalpublic that any person interested in making representation 
regarding the execution of the above Scheme,may submit such representation in writing so as 
to reach the Senior General Manager, Transmission Project & Construction , Odisha Power 
Transmission Corporation Limited , Bidyut Bhawan , 1st Floor, Janapath , Bhubaneswar - 751 022 
within two months from the date of publication of this notification . Fulldetails of the Schemeand 
Plan may be seen in the office of the concerned Executive Engineer (Elect.) as mentioned against 
the work on any working day during office hours . 
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1 

1 


30,67,07,228 


Construction of 220/33 KV Harekrushnapur & Arisol 
substation & 220 KV LILO line on of R. I. Circle - Janla , 
D / C tower from location Nos. 551 Tahasil - Jatani and 
& 553 of existing Narendrapur Chhatabara of R. I. Circle 
Mendhasal 220 KV DC line to Mendhasal, 
proposed substation site of Tahasil - Bhubaneswar. 
Infocity - Il by IDCO . 


5 

6 
Assistant General It will facllitate the 
Manager ( Elect.), setting up of the 
EHT Construction Infocity - II , which 
Division , 

will benefit the 
Bhubaneswar. State in general. 


P. K. DAS 


Senior GeneralManager 
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